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UNCLASSIFIED 

PAGE 01 STATE 137442 
ORIGIN SCS-06 

INFO OCT-01 AF-10 ISO-00 /017 R 

DRAFTED BY CA/SCS/EHO'KANE/MRER 
APPROVED BY CA/SCS/SADOBRENCHUK 
CA/SCS/RLRIVERA 

025836 311859Z/43 

P311838Z MAY 78 

FM SECSTATE WASHDC 

TO AMEMBASSY NAIROBI PRIORITY 

UNCLAS STATE 137442 

E.O. 11652: N/A 


Message Text 


TAGS: CASC(SALVESEN, MABEL) 

SUBJECT: WAV MABEL SALVESEN 10/2/12 RHODE ISLAND 


1. LYMAN H. EDDY CONCERNED W/W OF SISTER, MABEL SALVESEN. 
LAST HEARD FROM HER EALL 1977. LAST KNOWN ADDRESS: P.O. 

BOX 96017, MOMBASA. LETTERS TO THAT ADDRESS HAVE RECEIVED 
NO RESPONSE. PREVIOUS ADDRESS: P.O. BOX 268, MILINDI. HER 
HUSBAND, ROSS SALVESEN HAD TO BE HOSPITALIZED LAST YEAR. 
BELIEVE THEY WOULD STAY IN MOMBASA AREA DUE TO BETTER 
MEDICAL FACILITIES. EDDY BELIEVES THEY HAD APT. OVERLOOKING 
THE PORT AND THAT SISTER WOULD BE REGISTERED WITH EMBASSY. 
SHE IS RECEIVING SOCIAL SECURITY. 


2. REQUEST POST ATTEMPT TO LOCATE M S. SALVESEN AND IF 
SUCCESSFUL, REQUEST THAT SHE CONTACTBROTHER,LYMAN. IE 
UNABLE TO LOCATE, PLEASE REPORT RESUFERSON-DAVIS HIGHWAY, 
DIRECT RELAY TO MR. EDDY AT 2001 JEFFERSON-DAVIS HIGHWAY, 
SUITE 312, ARLINGTON, VIRGINIA 22202, TELEPHONE 703-892- 
2114. EFEORTS APPRECIATED. 
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3. PRIVACY ACT AUTHORIZATION REQUIRED IN CASES WHERE 
INFORMATION IS TO BE RELAYED TO INQUIRER BY DEPARTMENT OR 
POST. AUTHORIZATION SHOULD BE INCLUDED AS A SEPARATE ITEM 
IN ANY REPORT TO THE DEPARTMENT. CHRISTOPHER 
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